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| The JFK files 

Jackie’s picture 
of the shooting 
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JACKIE ONASSIS’ MEMORY 
‘Oh my God, they shot him’ 

WASHINGTON (UPI) — “Oh my God, they have 
shot my husband, Jack. Jack!” 

From Jacqueline Kennedy’s first anguished words 
as bullets ripped into the presidential limousine in 
Dallas Nov. 22, 1963, to the auto|isy hours later in a 
military hospital outside Washington, newly released 
FBI documents provide a vivid portrait of John 
Kennedy’s assassination. 

John Connally and his wife, Nellie, occupied jump 
seats in front of the president and his wife. Connally 
was wounded and recalled the moments from his bed 
in St. Davis Hospital Dec. 11, 19(53: “First sense or' 
realization of anything unusual 1 became conscious of a 
shot on what seemed like a gunshot.” 

A bullet pierced Connally’s body, passed Through 
his wrist and lodged m his left leg where it shattered. 

“Oh my God! They are going to kill us all,” he 
recalled saying. He leaned toward his wife, who pulled 
him close. 

“No, be still,’* she soothed him. “You are going to 
be all right” 

“I was never really conscious of hearing the second 
shot but felt it hit me.” Connally said. "I was conscious 
of a third shot and heard it, I had a feeling the third 
shot hit President Kennedy but did not see it actually 
strike his body. 
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“About this time 1 became conscious of the fact 
that we were all splattered with what I thought was 
brain tissue from President Kennedy.” , 

Mrs. Connally told the agents that parts of 
Kennedy’s brain tissue fell on her. She said she heard 
Mrs. Kennedy say, “They killed Jack, his brains are in v • 
my hand.” ‘ i & Jf : > \ l 

Doctors worked for seven frantic minutes to save 
Kennedy, using an assortment of sophisticated equips ; 
ment. They put him on oxygen, connected to a i 
respirator and later an anesthesia machine. He* j 
underwent an emergency tracheotomy to clear blood * j 
from his throat, received blood tranfusions and an 
injection in his ankle with a solution to correct 
dehydration. 

The resident surgeon and first doctor to examine 
Kennedy’s massive head wounds, Dr. James Carrico, 
found Kennedy had “slow, agonal respiratory efforts. 
Two external wounds, one in the lower third of the 
anterior neck, the other in the occipital region of the 
skull, were noted.” 


No bullets were found in the president’s body 
during the autopsy, FBI documents showed. 


A discrepancy 
over last words 


WASHINGTON (UPI) — John Kennedy’s last words 
may have been either “Get me to a hospital,” or “My. 
God, I’ve been hit,” according to two different versions 
by the head Secret Service agent in Dallas Nov. 22, 1963. 

His first -person accounts of Kennedy’s shooting 
were contained in 40,001 pages of FBI documents 
released yesterday. 

* | 

Roy Kellerman, assistant agent in charge of the 
White House detail, was the ranking Secret Service 
agent that day. He was riding next to the driver of the * 
presidential car. He recalled that the car had just 
traveled through a crowd of 250,000 people and he 
“breathed a sigh of relief” as they approached an 
underpass. . , s 

He heard a shot, “observed the president slump 
forward and heard him say ’Get me to a hospital.” ‘ 

Kellerman said it look eight minutes to get to the 
hospital. Upon arrival “the president was breathing and 
gasping for breath, but did not appear conscious.” 


In a separate interview Kellerman said he “dis- 
tinctly and positively” heard Kennedy say, “My God, 
I’ve been hit.” 

In this version of the events, Kellerman was sure of 
w’hat Kennedy said because he had been “in almost; t - > 
daily contact for the past three years, with the 
president, and could pick his voice out from any group 
of people.” • -r 
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